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I seek refuge in GOD, from Satan the rejected 
In the Name of GOD, Most Gracious, Most Merciful 


Word GOD (part 3) 


In this part suppose count of word God for every sura. The below table show us 
count of word God for every 114 suras. 


Total sum 


26 13 227 56 17 2698 | 6234 
27 27 93 57 19 
28 27 88 58 26 
29 42 69 59 30 
30 24 60 60 20 


Count of word God is Single digit 


Now Consider all suras that count of word God in them is single digit. (for 
example count of word God in sura 25 is 8 and we know that number 8 has single 
digit. Numbers with single digit are the numbers smaller than 10). 

In such state there are 66 sura .66 is Gv of word God too. 


In this 66 suras there are 1 14(19*6) word GOD. 


God be glorified! Is it only chance???? 


The below table contain all the 114 word God: 


Sura Count Sura Cou7nt Sura Count 
number | of word | number of number of 

GOD word word 

GOD GOD 
1 2 70 1 93 0 
15 2 71 7 94 0 
19 8 73 7 95 1 
20 6 74 3 96 1 
21 6 75 0 97 0 
25 8 76 5 98 3 
32 1 77 0 99 0 
34 8 78 0 100 0 
36 3 79 1 101 0 
38 3 80 0 102 0 
43 3 81 1 103 0 
44 3 82 1 104 1 
50 1 83 0 105 0 
51 3 84 1 106 0 
52 3 85 3 107 0 
53 6 86 0 108 0 
54 0 87 1 109 0 
55 0 88 1 110 2 
56 0 89 0 111 0 
67 3 90 0 112 2 
68 0 91 2 113 0 
69 1 92 0 114 0 
Total sum 

114 


Count of verses is Single digit 


Now consider all suras that count of verse in them is single digit.It is interesting 


in such state we have 19 suras. 


Those 19 suras: 


1,94,95,97,98,99,102,103,104,105,106,107,108,109,110,111,112,113,114 


There is no other 
a god except GOD 


Our worship practices, our 
lifes and our deaths, are all 
devoted absolutely to GOD 
alone 


